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United States Depaftmenlof Agriculture 
Anteuland Plant Health Inspection Seivic^'^ J 2 200t 


GHCFADDKN 

41 custjd 
204313 inspjd 
4606 site id 


E I DUPONT DENEMOURS & 
COMPANY INC 
HASKELL LABORATORY 


ELKTON ROAD 
P.O. BOX 50 

NEWARK, Oe 107140050 


Customer ID: 41 
Certificate: 50^R-0001 

Site: 001 

E.l. DUPONT DE NEMOURS & 

. COMPANY. INC 

Inspection 

Type: ROUTINE INSPECTION 
Date: SEP-21-2004 


NO NON-COMPLIANT ITEMS IDENTIFIED THIS INSPECTION. 


Prepared By: 



GLORIA MCFADDEN, D V M , USDA. APHIS, Animal Care 


Title: lb)iiiUb)i/)c 


Received By: 


nspector ID; 1048 


Date: 

SEP-21-2004 


Title: 
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